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STATE PLS PASS TO NRC FOR LAFLEUR 

E.O.l 1652: N/A 
TAGS: TECH, I A 

SUBJECT: BWR MAIN COOLANT RECIRC LINE PIPE CRACKS 
REF: STATE 16626 

1 . ERDA REP MET WITH MR. NAGATANI, APPROXIMATELY 
SUEHIRO'S REPLACEMENT IN NUCLEAR POWER SAFETY DIVISION, 
ANRE, WHO PROVIDED COPIES DOCUMENTS ON FEEDWATER NOZZLE 
CRACKS AND CONTROL ROD DRIVE COOLING WATER RETURN LINE 
PIPE CRACKS. MUCH OF THIS INFO PREVIOUSLY REPORTED 

TO NRC BUT NOT IN AS MUCH DEPTH, AND NOT FOR ALL 
REACTORS. ACCORDINGLY, DOCUMENTS BEING TRANSMITTED TO 
LAFLEUR BY MAIL. 

2. NAGATANI EITHER KNEW NOTHING ABOUT PROBLEMS WITH 
MAIN COOLANT RECIRCULATION LINES AND SHUTDOWN IHX LINES 
OR PUT ON GOOD ACT. 

3. EMBASSY THEN MET WITH TWO FAIRLY HIGHLY PLACED 
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TEPCO EXECUTIVES, WHO INDICATED THAT THEY HAD HEARD 
SOMETHING ABOUT RECENT PIPE CRACK PROBLEMS BUT WERE 
NOT FAMILIAR WITH DETAILS. EMBASSY REQUESTED 
ADDITIONAL INFORMATION, ATTEMPTING TO BE LOW KEY 
AND DISCREET PER PARA 3 REFTEL, AND WAS TOLD TEPCO 
WOULD INVESTIGATE AND CONTACT EMBASSY. TEPCO HAS NOT 
YET DONE SO. 
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